Government of Kerala 

cgc&>©s3 cro(3c0S)oc3 

2011 


Reg. No. ©si. <tktu(3 
KL/TV(N)/12/2009-2011 



KERALA GAZETTE 

PUBLISHED BY AUTHORITY 


* 


21st June 2011 

• 


Vol. LVI 

Thiruvananthapuram, Tuesday 

2011 21 

No. 

■ 25 

Qjoei^o 56 

raflrajajcnaotojjrao, Qn jooj 

31st Jyaishta 1933 

0 ) 011(3 

J 


1933 (gg^oadoo 31 




PART III 


Stores Purchase 


Irrigation Department 

TENDER NOTICE 
[No. CE (Mech.)/T/2/2011-12.] 

No. CMU/P/1847/05. 27th May 2011. 

The Chief Engineer (Mechanical), Irrigation, 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites sealed tenders, in duplicate, in prescribed 
form from the original manufacturers or their authorised 
dealers or well established firms for the “Supply of Lift 
Pump Set, Fully Automatic Star Delta Starter And Vacuum 
Pump Set to NABARD R1DF-X Lift Irrigation Scheme, 
Chadayanpara Under Minor Irrigation Division, Palakkad”. 

Required items—20HP Pumpset, fully automatic star 
delta starter and 1 HP Vacuum pumpset. 

Quantity—2 Nos. Pumpset, Starters & Vacuum 
Pumpset-1 No. 

EMD—1% of quoted amount. 

Cost of tender form: 

Original—? 600 + @ 4% VAT + Educational 
Cess (Total ? 624). 

Duplicate—? 300+ @ 4% VAT + Educational 
Cess (Total ? 312). 


Date and time of sale of tender documents—On all 
working days between 11 a.m. and 4 p. m. from 
6-6-2011 to 25-6-2011 from the Office of the Executive 
Engineer, Minor Irrigation Division, Palakkad, Pin-678 001. 
Phone—0491-2522808. 

Last date and time of submission of filled up 
tender documents—Upto 4 p. m. on 30-6-2011 to the 
Superintending Engineer and Deputy Chief Engineer 
(Mechanical), PWD, Office of the Chief Engineer 
(Mechanical), Public Office Buildings, Museum P.O., 
Thiruvananthapuram-3 3. 

Date and time of opening of tenders— 
At 4.30 p. m. on 30-6-2011 before the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
Office of the Chief Engineer (Mechanical), Public Office 
Buildings, Museum P. O., Thiruvananthapuram-33. 

Cover containing tenders should be superscribed 
with Tender No. and addressed to the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
O/o the Chief Engineer (Mechanical), Irrigation 
Department, Public Office Building, Museum P. O., 
Thiruvananthapuram-695 033, Phone-0471-2322634. Late 
tenders will not be accepted. Tenders will be opened in 
the presence of tender submitted authority or their 
authorized representatives who may be present at that 
time. If the tender date is a declared holiday the tender 











process will be done on the next working day at 
same time and place. The cost of tender forms are not 
refundable under any circumstances. Cheques, draft or 
postage stamps etc. will not be accepted for the cost of 
tender forms. Tender forms are not transferable. 

Tenders are to be accompanied with a preliminary 
agreement executed in Kerala Stamp Paper worth 
? 100 and an EMD equivalent to 1 % of the quoted 
amount in favour of the Executive Engineer, Irrigation 
Division, Thrissur. Tenders without EMD and preliminary 
agreement will not be considered. A specimen of 
agreement is available in the tender form itself. Tender 
form can be obtained by post from Office of the 
Executive Engineer, Minor Irrigation Division, Palakkad on 
payment of value of tender documents and an additional 
amount of ? 50 (towards the postal and incidental 
charges) by money order along with proper request. 
Department will not be responsible for any postal delay. 

Kerala Stamp Paper will be supplied to the firm 
outside Kerala along with tender form on payment of 
additional amount of? 135 (? 100 towards the value of 
stamp paper and ? 35 for incidental charges) which may 
be remitted by money order in advance to the Executive 
Engineer, Minor Irrigation Division, Palakkad during 
working hours. 

All other existing conditions related to Irrigation 
Department will be applicable in this tender also. 
If required, the undersigned have right to cancel this 
without assigning any reason thereof. 

cscaifflg toaj^6Tn(3<ss)jcsaj6ne1 sseiGcrunjm aidftijnj aocftaoml 
.saaS culeocoo ujlcio onloadS, njoeicsaos anjojcafls 

eseiecrunjm cuflci/lnuaag ca.liplejjgg m6moc3cu> RIDF-X 
njSQQ>a3nJOO eiltido goolcscnniicd cruca>1a1m2<s<ijaTin oo)Lnoc3«nn 
mldmaoaioajIaS cblcscmo raracnajas raraocolcft^ai rupnJoalcnilraS 
cblcscmo inJSijaj crur)Onjm63Bg1(o3 cblcscmo in-i®®u,ca>o ajiBciiiy 
ca>QjolRs3 aolssIcnraS 3(3^ejocrujca>c/3 njca>(3n_|2c&>a3 crunriloio 
cMd 6 m 1 -Q^a<fl> 033 )<mi. 

(ijrajcijaa^ajgg oruoi2n.to1cft.u3—20 HP, HSC eilodg njoiiacrug, 
cruoc3 acuxsSoo cruodsd, 1HP <uoca.jo nimjacrub. 

oo o on 3 ’ o 

a®6rno—eilnoo njaiqacrugjo (ruodgojo-aaie, <uoca.jo 
njcmjacrug-i n®6mo. 

cblaai(3ai^o—grandly (rojcfticnrjas aaj uactnmomo. 

Bd^ocro csnnoorarailac^ ailei: 

raracrooS —? 600 +@ 4% aioo + ajlB^oe^ocru 
acrucm (aaocatroo ? 624). 

nJcftjdnj- ? 300 + C110O @ 4% + QjIb^O e^OCTU 

acrumo (aaocartno ? 312). 

Bd^eiocru (njaoam63Bc/3 eiglcftajcm rniajnolcrujo raftoatojo 
cruaaaajjo—n^Acrulc&.^gloj n^aailmlcssojas ta.oa^oejaa)o, 
anjojc&fls ssmccrunjcn cuilciilniicd, njoeiceaos, nJla3-678 001, 
(cBnnoanS: 0491-25228O8)-a8 cblcmjo 6-6-2011 ajcroaS 25-6-2011 
oiaacmjgg n^ejo L^m^(3TrolBlaicru6SBg1ejjo aociilaei 11 maril 
ajcmraS aacncft^cscmao 4 asrblciiaa ejelcftajcmcmoarn. 


rujalnjl^j fld^eiocrujcft>u3 cruaidnjlcscsasng ccnlcrscmlasjo 
CTuacoxujo (3i3)a£i1cTujo—30-6-2011 aaaida>3cscmao 4 aablajaa, 
CTUJ (.nJ 6Tg1oU) ng)6T&j1 GDI C0)(3 (319)0^'' a CU) nJ^J §1 njInO 

ci3)6Tajl(T)1cn)d (afflcftaocn1<sara3), nil. cuuaii^. cuil., amceaoebIceaoS 
njlnd n^a&jlmlaDOjas dftjoa^oejcnio, aflajaimcrijinjjao. 

Bd^ocru raijocsajcm ailcnirailoffijo (Tuacoxujo 
rarajnCilarujo—30-6-2011 aaoicftijecmao 4.30 aabl, crujLnJsnelotb 
n^aaul ml <i»(3 raiajcijr aojonj^j§1 njlno ng)aail ml crad 
(aaicsaomlcftaraS), oil. ajuam^j. cufl., aa<flaom1cftara3 n_i°lnri 
n^aailmlcsiojas ca>oa^oeicn)o, ailajaimcTOnjjao. 

ad>^ejocrujcft,a3 mraScaqcm Atiiolmj njjoaim Bd'ieiocru 
mamajo CTuj(.nJanelom n^aailmload cmajci^ 1 ' acu>njy§l nilnd 
n^aailcbtod (aacsaomlcftaaS), nil. amain,;}. cuil., afflcftaom1<sa®3 

njInO nf)6T2Ulm1(S2)OjaS cftjOa^O El <32)0, njaulcfti C313)n£l1(TU 

aid ra3 cufl otb, m^aruIcQio nil. a., (ada}ciimcra>nj}ao-695 033 , 
CBnO06n3: 0471-2322634 n®cm csaaenpjraro) gaBocnilalcftaamo. 
cmomcrulnjj maScftjjcm 3(3^eiocTujcft,u3 cruilcftialcftajcmcmej. 
3(3neiocrujca>cd ta>aoo}cft>oaac$(soQ>o raracraoag (njaflcblculcftjal 
<sajcmcmogjascscsDo cruocmlfiD^rarailRsS trojocftajcmaioam. 
3d<^eiocrujcft.cd ciDjOcftajcm dloicruo csTaoiuilasocojoaS acmogsjcnrm 
(.njai^rarrol Bloicruo gocscm cruacmrarrojo minejcorcnjo 
3c8^ejocrujcft,a3 ®ijOcsajcmcmo6rn. 3c3<^eiocru csnooocnroilaag ailei 
aaj cftjoa am cu craoeijo cmlal^ij mraScaq cm cm m. anj<sa, 
(.CLOOnd'd', GnJOCSCTUffi <TU3mj ffl J CCD £J 0 W OJ 3(3<^eiOCTU 
CBn£iooraiw1ar^ oilenrsocffil cruj1<S3a1<sajcm«nei. 3c3<^eiocru 
(njaoaT)63Bu3 aacft.ffloooo3 njosjggcwei. 

3c3<^ejocrujtft,csgoason : |o ? 100 ajleicnrjgg ffljt,3nJL®)caioilK53 
(.njommlcftj crum cro nj (.ccncmjo granalnj aijcft. <r»jas aaj 
uacmmomcnrmlm crojej^aocn) mlaccni.raaj^cijjo n 3 )c 0 ^CTu 1 ca. < ! > ]§ 1 oj 
n3)6milm1cn)c3, anjojceils ssejcscrunjm cuiloflnadcd, njoeiceaos 
n^)cm csnjdcfta gggscsao anj<^6mo. (.njoimmlcft. ta.ao(ioo 
rarajoiua^mocQ) mlaaiLram^eao ^ejocoiro 3c3<^eiocruj<fi>cd mlacnil 
cftajcm«» 06 m. (nJoiAalcft. tSjaoolaag aocro^eft. 3c3^eiocru Cnooo 
Gcaroioasonjo eie^aosm. ©inJoeilcaS 3d<^eiocru t^®3sm63i3u3 
caraicijca cfflissdJcS aracsnJcftfldCBcmoasonjo 3<3<^eiocnilao3 mldglnaas 
ml ei d> <ea njjoca ? 50 (railal^jj ma3cft,j cm an m) 

a6m1cs<r!)0(3cuDOO(!C!)1 earaSnjsl ng)ce6cnilcft.^§1cij n^a&jlm1cr!)(3<fla 
aja3ca.200(S2)1 (3raco>jijjacft,osj(ScsasTB(roo6m. ainJoraS mjsuocrrolao 
g6ng0c9>jcm <ft,oejR5iomcruc3i3)lm ciica>jnj gratmaciJOsIcQiei. 

raracsnicftaicscffioasonjo ? 135 aocsao 3d<Teiocrulmjo csoisnil 
(3ra<i2)^|jaoa.osj(3TmoK53 Gcftiagaroilm njjoarmjgg ca>aoojcft.o(6cfta 
mradDijja.ft.osjcftajcmcinoam. (^«jil®3 ? 100 ajLf3n-|t.®i 
(nrrolaci^ (lileicssjo ? 35 ^cdcrulacuucdraS nJodsesjmo<ft>jcmj.) 
cft.]Sj(mra3 ai1ciia63i3a3 njoej<oaos anJOjcft,1s ssejecrunjcn 
nileouio n®c 8 bCrulca>^ 2 § 1 (ij nfjsrajImlocDOjas ca>oaioejcs)(OT3ilK53 
mlcmjo n^mo Ln-im^rarml 3loicru63i3g1ejjo mradlcmotijjcmoDoam. 

seiccrunjm oicaDjcijIaej BcSneiocru^aocml 6mcnjuan_|§ 
mleiciilejjgg n^mo mlcniasaragjo gailmjo 6mocDca>aoam. 
raiajciiaD^amffiilKsS aaj dft>oaamajjo ca.jsoac(j) 3d<^eiocrujca>cd 
mla crul ceao mjgg ora oil ca, 0 a o aioaip anjl §1 al ceajem 
ges^otocmomlaS mlcftailnjaimosm. 

Office of the Chief Engineer, (Sd.) 

Mechanical, Irrigation Department, Chief Engineer 

Thiruvananthapuram. (Mechanical). 


